I Think You Will Love This Music Too - Montage #197 


"En recital: Kempff & Brahms" 


Elapsed/ 
Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Johannes BRAHMS (1833-1897) 

Wilhelm Kempff, piano 

00:00 

Klavierstucke (8), op. 76 


25:29 

Fantasien (7), op. 116 


47:03 

Klavierstucke (8), op. 118 



(Total - 69:05) 


